
DEVAL L. PATRICK 

GOVERNOR 

TIMOTHY P. MURRAY 

LIEUTENANT GOVERNOR 


The Commonwealth of Massachusetts 

Department of State Police 

305 South Street, Jamaica Plain, MA 02130 

617-983-6622 


MARY ELIZABETH HEFFERNAN 

SECRETARY 


COLONEL Timothy p. ALben 

SUPERINTENDENT 


07/25/12 

Kathleen Celio 

Assistant District Attorney, Suffolk County 
Ms. Celio, 

Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Analysis sheets with chemist’s hand notations and test results. 

3. GC/MS analytical data for sample 

If you have any questions about these materials, please call me at the number below. 

I: 

Chemist II 
Drug Analysis Lab 
(617) 983-6632 



Excellence In Service Through Quality Policing 


Folk OIG PRR 065131 






PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


DRUG RECEIPT 


Amherst Hours 

9:00-12:00 

1:00-3:00 


City or Department: ( _Police Reference No. 

Name and Rank of Submitting Officer: "ZvV . I _ 

Defendants) Name (last, first, initial): v*?*: v 

To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D; \SYSTEM8\07_17__12\836204 .d 
KAC 

17 Jul 2012 11:30 

BLANK 

1 

DRUGS . M 
RTE 


Abundance TIC: 836204.dVdata.ms 



Ttme--> 2,00 3,00 4.00 5.00 __ 6.00_7.00 JB.OO 9,00 10,0 0 11.00 1 2.00 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


836204.d Tue Jul 17 11:43:4G 2012 


Page 1 


/ 
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Folk_OIG_PRR_065139 














Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

D:\SYSTEM8\07 
KAC 

17 Jul 2012 
COCAINE STD 


17 12\836205,d 


/■ 


46 


5 

DRUGS, 
RTE 


M 



Time-> 2.00 3.00__. 4,00 5*00 6,00 J7.00 8,00 9 r 00 10.00 11,00_ 12,00 


Ret. Time 

Area 

Area % 

Ratio % 

4.543 

1384284 

100,00 

100.00 


836205.d Tue Jul 17 11:59:08 2012 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D: \SYSTEM8\07__17_12\836205 ,d 
KAC 

17 Jul 2012 11:46 

COCAINE STD 

5 

DRUGS . M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NlST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2 . L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4,54 

C:\Database\SLI.L 





COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 


Abundance 


Average of 4,511 to 4704 min,: 836205.d\data*ms {-) 





836205,d Tue Jul 17 11:59:08 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM8\07__17_12\836206.d 

Operator : KAC 

Date Acquired : 17 Jul 2012 12:01 

Sample Name : BLANK 

Submitted by : KAC 

Vial Number : 1 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Abundance TIC: 336206.d\data.m$ 

800 


800 


400 


200 


0 [—T—I i ~j— t—I—I— i—[—r i I—i |—j— r—I—I—j—r tt— r“j— ? —i—i—i—pr—i—n—j—i—i—i—r—j—1—7—r—1—j— r~r i i f~r~ 

Time-> 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 10.00 11.00 12.00 


Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 



836206.d Tue Jul 17 12:14:32 2012 


Page 



Folk_OIG_PRR 065142 








Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM8\07__17_12\836207.d 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 7 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


16 
kac 



Tirne--> 2.00 

3.00 4.00 5.00 6.00 

7.00 

8.00 9.00 10.00 11.00_12.00 

— 

Ret. Time 

Area 

Area % 

Ratio % 


4.549 

2149180 

100.00 

100.00 



836207 ,d 


Tue Jul 17 12:29:56 2012 


Page 1 


Folk_OIG_PRR_065143 











Area Percent / Library Search Report 


Information from Data File: 

File Name ; D:\SYSTEM8\07_17_12\836207.d 

Operator : KAC 

Date Acquired : 17 Jul 2012 12 :16 

Sample Name : 

Submitted by : KAO 

Vial Number : 7 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.55 

C:\Database\SLI.L 





COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 



m/z~> 40 60 80 100 120 140 160 180 200 220 240 260_ 280 300 


836207,d Tue Jul 17 12:29:56 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D i \SYSTEM8 \ 0 7___17_12 \836208.d 
KAC 

17 Jul 2012 12A2 




Tirne->.2.00 3,00 4,00 5.00 6,00 7.00 8.00 9.00 10.00_11.00 12 ; 00_ 


Ret, Time 

Area 

Area % 

Ratio % 

4.543 

1799275 

100,00 

100,00 


836208,d Tue Jul 17 12:45:21 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM8\07_17_12\836208.d 
KAC 

17 Jul 2012 12:32 



DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW TOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.54 

C:\Database\SLI.L 





COCAINE 

000050-36“2 

99 



COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 




Abundance 


#29: COCAINE 



836208.d Tue Jul 17 12:45:21 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM8\07_17_12\836209 *d 
KAC 

ITJul 2012 12 >47 


KAC 

9 

DRUGS.M 
RTE 



Time : -> .2.00 3.00 4.00 J00 6£ A00 __ 8 . 00 9,00 10*00_ _ 11.00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

4.543 

1475816 

100.00 

100.00 


836209.d Tue Jul 17 13:00:50 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM8\07JL7_12\836209.d 

Operator : KAC 

Date Acquired : 17 Jul 2012 12:4 7 

Sample Name : 

Submitted by ; 

Vial Number : 9 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMWJTOX2.L 


PKti 

RT 

Library/ID 

CAS# 

Qual 

1 

4,54 

C:\Database\SLI.L 





COCAINE 

000050-36-2 

99 



COCAINE 

000050-36 -2 

99 



COCAINE 

000050-36-2 

99 





836209;d 


Tue Jul 17 13;00:SO 2012 


Page 2 


/ 



Folk_OIG_PRR 065148 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEMS\07_17_12\836210.d 
KAC 

17 Jul 2012 13 j 03 


KAC 

10 

DRUGS.M 
RTE 



Time—> 2.00 3.00 _4.00 5.00 _ 6.00_7.00_8.00 9.00 1 0.00 1100 J2.00 


Ret. Time 

Area 

Area % 

Ratio % 


4,548 

1874359 

100.00 

100,00 



836210.d Tue Jul 17 13:16:14 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : D : \SYSTEM8\07_17__12\83 6210 . d 

Operator : KAC 

Date Acquired : 17 Jul 2012 1 3:03 

Sample Name 

Submitted by : 

Vial Number : 10 

AcquisitionMeth: DRUGS,M 
Integrator : RTF 


Search 

Libraries r C:\Database\SLI.L 

Minimum Quality: 80 



C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

4,55 

0:\Database\SLI,L 




COCAINE 

000050-36-2 99 



COCAINE 

000050-36-2 99 



COCAINE 

000050-36-2 99 



mfz~> 40 60 80 100 120 140 160. 180 200 220 _240 260 280.__300 


836210,d Tue Jul 17 13:16:14 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM8\07_17JL2\836211 
KAC 

17 Jul 2012 14.i 33 


KAC 

11 

DRUGS.M 
RTE 


.d 



Time~> 2,00 3.00 4.00_5.00 _ 6.00_7.00 8.00_9,00_tO.GO_11.00_12.00 


Ret, Time 

Area 

Area % 

Ratio % 

4.559 

1480382 

100.00 

100.00 


836211.d Tue Jul 17 14:46:58 2012 Page 1 



Folk_OIG_PRR_065151 










Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM8\07_17_12\836211.d 

Operator : KAC 

Date Acquired : 14 : 33 

Sample Name : 

Submitted by : KAC 

Vial Number : 11 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search 

Libraries: C:\Database\SLl.L 

C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 

: 80 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.56 

C:\Database\SLI.L 

COCAINE 

COCAINE 

COCAINE 

000050-36-2 

000050-36-2 

000050-36-2 

99 

99 

99 


Abundance Average of 4.522 to 4.714 min.: 836211 .d\data.ms (-) 



m/2-> 40 60_80 100 120 140 160 180_200 220 240_ 260 280_300 

Abundance #29: COCAINE 



m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


836211.d Tue Jul 17 14:46:59 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM8\07_17_12\836212.d 

KAC 

17 Jul 2012 14:50 

BLANK 
KAC 
1 

DRUGS . M 
RTE 


Abundance TIC: 836212.d\data,m$ 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


836212,d Tue Jul 17 15:03:05 2012 


Page 


1 



Folk_OIG_PRR_065153 




Area Percent / Library Search Report 




Time-> 2,00 3.00 4.00 5.00 6.00 7.00 8.00 9.00.10.00 11.00 12.00 


Ret, Time 

Area 

Area % 

Ratio % 


4.543 

1479576 

100.00 

100.00 



836213 .d 


Tue Jul 17 15:18:29 2012 


Page 1 


Folk_OIG_PRR 065154 













Area Percent / Library Search Report 


Information from Data File; 

File Name : D:\SYSTEM8\07JL7_12\836213.d 

Operator : KAC 

Date Acquired : ; OS 

Sample Name : 

Submitted by : KAC 

Vial Number : 13 

AcquisitionMeth: DRUGS .M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST08.L Minimum Quality; 80 

C; \Database \PMW__TOX2 . L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.54 

C:\Database\SLI.L 





COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 


Abundance Average of 4.511 to 4J09 min,: 836213.d\data.ms (■*} 

If 



836213,d Tue Jul 17 15:18:29 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data' File: 

File Name : D:\SYSTEM8\07_17_12\836214.d 

Operator : KAC 

Date Acquired : 17 Jul 2012 1^:20 

Sample Name 

Submitted by : KAC 

Vial Number r 14 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 



Ret. Time 

Area 

Area % 

Ratio % 

3.784 

137322 

5.49 

5.81 

4.549 

2362232 

94.51 

100.00 


836214 *d 


Tue Jul 17 15:33:53 2012 


Page 1 


Folk_OIG_PRR 065156 




Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM8\07_17_12\836214.d 

Operator : KAC 

Date Acquired : 17 Jul 2012 1 5:20 

Sample Name : HHRBHHHHHHI 

Submitted by : KAC 

Vial Number : 14 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C;\Database\SLI*L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMWJTOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

3.78 

C:\Database\NIST08,L 





Levamisole 

006649-23-6 

98 



Levamisole 

006649-23-6 

97 



Levamisole 

006649-23-6 

95 


Abundance Average of 3.752 to 4.051 min.; 836214.d\data.m$ (-) 

I 148 



Abundance #61883: Levamisole 



836214.d Tue Jul 17 15:33:54 2012 Page 2 



Folk_OIG_PRR 065157 








Area Percent / Libx^ary Search Report 


Information from Data File: 

File Name : D: \SYSTEM8\07__17_12\836214 , d 

Operator : KAC 

Date Acquired : 5 : 20 

Sample Name 

Submitted by : KAC 

Vial Number : 14 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: SO 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMWJTOX2.L 


RT 

Library/ID 

CAS# 

Qual 

4.55 

C:\Database\SLI*L 

COCAINE 

000050-36-2 

99 


COCAINE 

000050-36-2 

99 


COCAINE 

000050-36-2 

99 



836214,d 


Tue Jul 17 15:33:54 2012 


Page 3 


Folk OIG PRR 065158 








Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM8\07_17_12\836215.d 

Operator : KAC 

Date Acquired : 17 Jul 2012 15x 36 

Sample Name :HIHHHBHBHHBHHMi 

Submitted by : KAC 

Vial Number : 15 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



1500000 

1000000 

500000 


Time-> 



Ret. Time 

Area 

Area % 

Ratio % 

4.543 

1800195 

100.00 

100.00 


836215,d 


Tue Jul 17 15:49:22 2012 


Page 1 


Folk_OIG_PRR 065159 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM8\07_17___12\83 6215 , d 
KAC 

17 Jul 2012 15:36 


15 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NISTG8,L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.54 

C:\Database\SLI.L 





COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 





83 6215,d 


Tue Jul 17 15:49:22 2012 


Page 2 



Folk_OIG_PRR_065160 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM8\07_17_12\836216.d 

KAC 

51 


16 

DRUGS.M 
RTE 




Time~>.2.00 3.00 400 .J>.G0 _ 6,00 7J50 __8.G09,00 J0.00___ 11,00 J2.00 


Ret, Time 

Area 

Area % 

Ratio % 

4.543 

1868238 

100.00 

100.00 


836216,d Tue Jul 17 16:04:46 2012 Page 1 



Folk_OIG_PRR_065161 

















Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM8\07_17_12\836217.d 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 17 

AcquisitionMeth: DRUGS, M 
Integrator : RTE 


KAC 



Time->.2.00 _ 3,00_. 4.00_ 5,00 6,00 _7,00 S.00_ 9,00 10.00 11.00.. 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

4.543 

1387889 

100.00 

100.00 


836217.d Tue Jul 17 16:20:11 2012 Page 1 



Folk_OIG_PRR_065163 






















Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM8\07__17_12\836218.d 

Operator : KAC 

Date Acquired : 17 Jul 2012 16:22 

Sample Name : BLANK 

Submitted by : KAC 

Vial Number : 1 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 



Ret* Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS * * * 




836218.d Tue Jul 17 16:35:35 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D;\SYSTEM8\0 7_17_12\836219 *d 
KAC 

Jul 2012 16: 3V 



19 

DRUGS.M 
RTE 


Abundance 

1500000 

1000000 

500000 


un -r-^- 

Time- : > 2,00 

1 “ T " ! 1 f 
3.00 

i r j * f r i f-r-i i i 7 t 

.4,00 . 5,00 _6,00 

r- n ' 1 r 
7.00 

—«—j—r~i—i—i—pT—1—1—1—j—F”T— n —j— j—;— s—r^j—i— r~ 

8.00 9/00 .JO,00 ,_1L00_ 12.00 

— 

Ret. Time 


Area 

Area % 

Ratio % 


4.543 


1733032 

100,00 

100.00 



4.$43 


TIC: 836219,d\dala,m$ 


836219,d Tue Jul 17 16:51:04 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM8\07_17_12\836219.d 

Operator : KAC 

Date Acquired : 17 Jul 2012 16:37 

Sample Name 
Submitted by 
Vial Number : 19 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID 


1 4.54 C:\Database\SLI.L 


COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 


CAS# Qual 





836219.d 


Tue Jul 17 16:51:04 2012 


Page 2 


Folk OIG PRR 065167 
















Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM8\07_17_12\836220.d 

Operator : KAO 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 20 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 




time-> 2,00 3.00_4.00 5.00 6.00_7.00 6.00 9.00 1 0.00 11.00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

3.784 

115258 

4.45 

4,66 

4.549 

2473860 

95.55 

100.00 


836220.d Tue Jul 17 17:06:28 2012 Page 1 

/ 


Folk OIG PRR 065168 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \ SYSTEMS \ 0 7__17_12\836220,d 
KAC 

17 Jul 2012 16 :53 

20 

DRUGS. M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C;\Database\PMW_TOX2* L 


PK# RT Library/ID 


GAS# Qual 


4,55 C:\Database\SLI.L 



COCAINE 

000050-36-2 

99 


COCAINE 

000050-36-2 

99 


COCAINE 

000050-36-2 

99 

Abundance 

Average of 4.500 fo 4.698 min.: 836220,d\data.ms (-) 



80 

60 

40 

20 

0 


82 


42 


I®.® 68 


40 

Abundance 


80 

60 

40 

20 

0 


182 


94 105 


122 


135 


152 


166 


198 


272 

222 242 259 I 288 


303 

tr~ 


’ 4 * i f < • ■" 1 ri ■ \ 1 ' 1 1 ' f ’ 1 i "\ '■ 1 1 * s 1 ■ 1 - ! 1 1 1 1 i ' 1 r < 1 1 ■ \ 

60 80 100 120 140 160 180 200 220 240 260 280 300 


#61: COCAINE 

182 


82 


42 


,55 68 


m /z--> 


y Wy - V j A* 1 ■( ' 


40 


r 

60 


94 105 


122 


135 


152 leg 


303 


198 272 

208 222 244 258 I 288 


80 100 120 


V j i a 1 | i 1 1 i i | i n l < i' i " | i i i t | i ll J ~ ( f i i * | i i n j i i i t ~[ - 

140 160 180 200 220 240 260 280 300 



836220.d Tue Jul 17 17:06:28 2012 Page 3 



Folk OIG PRR 065170 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM8 \ 0 7__17__ 12 \ 8 3 6 2 21. d 
KAC 

17 Jul 2012 17:08 


21 

DRUGS.M 
RTE 



Time- : > 2.00 3.00 4,00 5,00 6.0 0 7.00 8,00 9.00_10.00 1L00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

3.784 

105195 

4.45 

4.66 

4. 549 

2258152 

95,55 

100,00 


836221.d Tue Jul 17 17:21:53 2012 Page 1 



Folk OIG PRR 065171 











Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM8\07_17_12\836221.d 

Operator : KAC 

Date Acquired : 17 Jul 2012 1 7:08 

Sample Name : HHHHHBHH 

Submitted by : KAC 

Vial Number : 21 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMWJT0X2* L 

PK# RT Library/ID CAS# Qual 


1 3,78 C:\Database\NIST08.L 

Levamisole 006649-23-6 94 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 90 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 005036-02-2 87 


Abundance Average of 3736 to 3.966 min,: 836221 .d\data.ms (-) 

148 

SO 



m/z~> 40 50 60 70 80 90 100 110_120 130 140 160 160 J 70 180 190 200 


Abundance #61883: Levamisole 



836221.d 


Tue Jul 17 17:21:53 2012 


Page 2 


Folk_OIG_PRR 065172 


















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 


D: \SYSTEM8\Q7_17__12\836222 ,d 
KAC 



KAC 

22 


AcquisitionMeth: DRUGS.M 
Integrator : RTE 



Ret. Time 

Area 

Area % 

Ratio % 

3,778 

140432 

5.69 

6.04 

4.549 

2326517 

94.31 

100.00 


836222,d 


Tue Jul 17 17:37:18 2012 


Page 1 


Folk_OIG_PRR 065174 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D :\SYSTEM8\07_17_12\836222.d 
KAC 

17 Jul 2012 17:24 


KAC 

22 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLl.L Minimum Quality: 80 

G:\Database\NIST08.L Minimum Quality: 80 

C:\Da taba se\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 3.78 C:\Database\NIST08.L 

Levamisole 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 96 
Levamisole 006649-23-6 95 


Abundance Average of 3.719 to 4.040 mfn.: 836222.d\data.ms {-) 




836222.d 


Tue Jul 17 17:37:18 2012 


Page 2 



Folk OIG PRR 065175 












Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM8\07_17_12\836222,d 

Operator ; KAC 

Date Acquired : 17 Jul 2012 17 :24 

Sample Name ; 

Submitted by : 

Vial Number : 22 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 

Minimum Quality: 80 
Minimum Quality: 80 

PK# 

RT 

Library/ID 

CAS# Qual 

2 

4,55 

C:\Database\SLI.L 

COCAINE 

COCAINE 

COCAINE 

000050-36-2 99 
000050-36-2 99 
000050-36-2 99 


Abundance Average of 4.508 to 4.698 min,: S36222.d\data.ms (-) 



m/z~> 40 60_80 100 120_140 160 180 200 220 240 260 280 300 



836222,d 


Tue Jul 17 17:37:19 2012 


Page 3 


Folk OIG PRR 065176 










Area Percent / Library Search Report 


Information from Data File: 

File Name ; D:\SYSTEM8\G7_17_12\836223.d 

Operator : KAC 

Date Acquired : 17 Jul 2012 17 :^39 

Sample Name : 

Submitted by : KAC 
Vial Number : 23 

AcquisitionMeth: DRUGS 
Integrator : RTE 


AbunHanr^ / TIC 838^23 fiiriaM ms 



Time~> 2.00 

3.00 

4.00 5.00 6.00 

7.00__ 

8.00 9.00 10,00 11.00 

12 : 00 

Ret. Time 


Area 

Area % 

Ratio % 


4.543 


1649938 

100.00 

100,00 



836223.d 


Tue Jul 17 17:52:48 2012 


Page 1 


Folk OIG PRR 065177 










Area Percent / Library Search Report 


Information from Data File: 

File Name : D ; \SYSTEM8\07__17_12\83 6223 . d 

Operator .: KAC 

Date Acquired : !Munoi^7 : 3 9 

Sample Name : 

Submitted by : 

Vial Number : 23 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08 * L Minimum Quality: 80 

C:\Database\PMWJT0X2.L 

PK# RT Library/ID CAS# Qual 


1 4,54 C:\Database\SLI.L 


COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 



836223.d 


Tue Jul 17 17:52:48 2012 


Page 2 


Folk OIG PRR 065178 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\SYSTEM8\07_17_12\836224.d 

KAC 

17 Jul 2012 17;55 

BLANK 
KAC 
1 

DRUGS. M 
RTE 


Abundance TIC: 836224,d\<f ala.ms 



Tirne-> 2.00 3JX)4.00 5.00 6.00 7.00__ 8. 00 . 9.00 10.00 11.00 12.00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS* * * 


836224.d Tue Jul 17 18:08:13 2012 Page 1 



Folk OIG PRR 065179 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEMS\07_17_12\836225.d 
KAC 

KAC 

25 

DRUGS -M 
RTE 


Abundance 

1500000 

1000000 

500000 


TIC: 836225 d\data, ms 


4.543 


U' -f » i 

Time~> 2,00 

1 ! 1 r ” 

3.00 

1 r ~p 1—1— r~r j 1 ! 1 1.-j—r- 

4.00_5.00 _ 6,00 

' ' H 1 1 r 
7.00 

—i—i—i—n—|— i —r-T—i—j—i—i—r~r j—r~i—i—i—j—i—r~i— 

8.00._9.00_ 10.00 11.00 12,00 _ 

Ret. Time 


Area 

Area % 

Ratio % 

4.543 


1537134 

100,00 

100,00 


836225,d 


Tue Jul 17 18:23:37 2012 


Page 1 


Folk_OIG_PRR_065180 






Area Percent / Library Search Report 


Information from Data Filet 

File Name : D:\SYSTEM8\07_17_12\836225.d 

Operator : KAC 

Date Acquired : 17 Jul 2012 1 8:10 

Sample : 

Submitted by : KAC 
Vial Number : 25 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08*L Minimum Quality: 80 

C:\Database\PMW_TOX2 . L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.54 

C:\Database\SLI.L 





COCAINE 

000050-36-2 

99 



COCAINE 

000050-36 -2 

99 



COCAINE 

000050-36-2 

99 


Abundance Average of 4,500 to 4.704 mm.: 836225,d\data.ms (-) 



836225,d 


Tue Jul 17 18:23:37 2012 


Page 2 


Folk_OIG PRR 065181 











Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


D:\SYSTEM8\07_17_12\836226.d 

KAC 

17 Jul 2012 18:^5 


26 

DRUGS.M 
RTE 



Time~> _2.00 

3^00 

4.00 5.00 6.00 

7.00 

8,00 _ ago 10,00 . ii.oq_ 12,00 _ 

Ret * Time 


Area 

Area % 

Ratio % 

4.549 


1970034 

100.00 

100.00 


836226 *d 


Tue Jul 17 18:39:02 2012 


Page 1 



Folk_OIG_PRR_065182 







Area Percent / Library Search Report 





836226.d 


Tue Jul 17 18:39:02 2012 


Page 2 


Folk_OIG_PRR 065183 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM8\07_17_12\836227.d 

KAC 


27 

DRUGS . M 
RTE 




Time~> 2,00 3.00 .4.00 5,00 6.00 7,00 8.00 _ 9,00 10,00 11.00 12.00 


Ret, Time 

Area 

Area % 

Ratio % 

4.549 

2147785 

100.00 

100.00 


836227.d Tue Jul 17 18:54:32 2012 Page 1 



Folk_OIG_PRR_065184 






Area Percent / Library Search Report 


Information from Data File: 


File Name 

D:\SYSTEM8\07 17 12\836227.d 


Operator 

KAC 


Date Acquired 

17 Jul 2012 18:41 


Sample Name 



Submitted by 

KAC 


Vial Number 

27 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


1 4.55 C:\Database\SLI.L 


COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 



Abundance #29: COCAINE 




836227.d Tue Jul 17 18:54:33 2012 Page 2 



Folk OIG PRR 065185 

















Area Percent / Library Search Report 


Information from Data File: 

File Marne : D:\SYSTEM8\07_17_12\836228.d 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 28 

AcquisitionMe th: DRUGS.M 
Integrator : RTE 


17 Jul 2012 18:56 



Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMWJTOX2.L 


PK# RT 

Library/ID 

CAS# 

Qual 

1 4.54 

C:\Database\SLI.L 




COCAINE 

000050-36-2 

99 


COCAINE 

000050-36-2 

99 


COCAINE 

000050-36-2 

99 


Abundance Average of 4.506 to 4.693 min.: 836228.d\data.ms (-) 



Abundance 


#29: COCAINE 




836228,d 


Tue Jul 17 19:09:59 2012 


Page 2 



Folk_OIG_PRR_065187 












Area Percent / Library Search Report 


Information from Data File: 

File Name : D ; \SYSTEM8\07__17_12\836229 . d 

Operator ; KAC 

Date Acquired : 17 Jul 2012 1 9: L2 

Sample Name : 

Submitted by : KAC 

Vial Number : 29 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance 

2500000 

2000000 

1500000 

100QG00 

500000 

O^j-T 

Time--> 2,00 


Ret, Time 

Area 

Area % 

Ratio % 

3.784 

160302 

5.76 

6.11 

4.549 

2623822 

94.24 

100.00 



836229.d Tue Jul 17 19:25:23 2012 Page 1 



Folk OIG PRR 065188 










Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Acqu x &itionMe t h 
Integrator 


D:\SYSTEM8\07_17_12\836229 .d 
KAC 

17 Jul 2012 19:12 



29 

DRUGS . M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08-L Minimum Quality; 80 

C;\Da t abase \PMW__TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 3.78 C:\Database\NIST08.L 

Levamisole 006649-23-6 95 
Levamisole 006649-23-6 94 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 91 




836229.d Tue Jul 17 19:25:23 2012 Page 2 



Folk_OIG_PRR_065189 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D : \SYSTEM8\07__17__12\83622 9 , d 
KAC 

9 :12 

KAC 

29 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Da tabase\PMW_T0X2.L 

PK# RT Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


2 4,55 C:\Database\SLI.L 

COCAINE 
COCAINE 
COCAINE 


000050-36-2 
000050-36-2 
000050-36-2 



Abundance 


Average of 4.500 to 4,688 min,: 836229,d\data.ms (-) 





836229,d Tue Jul 17 19:25:23 2012 Page 3 



Folk OIG PRR 065190 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


D:\SYSTEM8\07_17_12\836230.d 
KAC 

17 Jul 2012 19:27 

BLANK 
KAC 
2 

DRUGS . M 
RTE 


Abundance TfC: 836230.d\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


836230,d Tue Jul 17 19:40:47 2012 Page 1 



Folk OIG PRR 065191 









Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM8\07_17_12\836231.d 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 31 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


KAC 


Abundance 

2500000 

2000000 

1500000 

1000000 

500000 


4.^48 


TIC: 836231.d\dafa.ms 


3.784 


Time-> 2,00 

T " * 7 r 

3.00 

1 » l ■ ' ^ ' 1 ■ 1 1 1 l 1 
4,00 5.00 6.00 

—f—i—|—i—r~T 

7.00 

— i — f r r "i—r—[—i—i—i t |—i—i—i i—j—; i i—i—j—r-TTT 

8.00 9.00 10.00 11.00 12,00 

Ret. Time 


Area 

Area % 

Ratio % 

3.784 


173291 

5.98 

6.37 

4.548 


2722247 

94,02 

100.00 


836231. d Tue Jul 17 19:56:18 2012 Page 1 



Folk OIG PRR 065192 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM8\07_17_12\836231.d 

KAC 

17 Jul 2012 19:43 


KAC 
31 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NlST08.L 
C;\Database\PMW_T0X2.L 

PK# RT Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


1 3.78 C:\Database\NIST08.L 


Levamisole 

006649-23-6 

95 

Levamisole 

006649-23-6 

93 

Imidazo[2,1-b]thiazole. 

2,3,5,6-tet 014769-73-4 

93 



836231.d 


Tue Jul 17 19:56:18 2012 


Page 2 


Folk_OIG_PRR_065193 









Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM8\07_17_12\836231,d 

Operator : KAC 

Date Acquired ; 43 

Sample Name 

Submitted by : 

Vial Number : 31 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 
Minimum Quality: 80 

PK# 

RT 

Library/ID 

CASff Qual 

2 

4,55 

C:\Database\£LI,L 

COCAINE 

COCAINE 

COCAINE 

000050-36-2 99 
000050-36 *-2 99 
000050-36-2 99 


Abundance Average of 4.506 to 4.693 min.: 836231 ,d\data.ms {-) 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260_ 280 300 


836231 .d 


Tue vJul 17 19:56:18 2012 


Page 3 


Folk_OIG_PRR 065194 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitxonMeth 
Integrator 


D: \SYSTEM8\07__17_12\83623 2 , d 
KAC 

32 

DRUGS.M 
RTE 



0}— r —r— r — [ —j—i—i—r ™T — f —r~ t ~t “ i —f ■ tt— i—i—j—i—i—i—t—) i i \ i | —i—i * t*i— \ —t—!— i—i—\— rrrr i t— r^t—i—| r~ 

Tlme--> 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9.00_10,00 11.00 12.00 


Ret. Time Area Area % Ratio % 


3.784 117851 5.04 5.31 

4.543 2218222 94.96 100.00 


836232.d Tue Jul 17 20:11:43 2012 Page 1 



Folk OIG PRR 065195 









Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 







Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM8\07_17_12\836232.d 

Operator : KAC 

Date Acquired : 17 Jul 2012 19 :58 

Sample Name : 

Submitted by : 

Vial Number : 32 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMWTOX 2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

2 

4,54 

C:\Database\SLI,L 





COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 


Abundance Average of 4.506 to 4.693 min,: 836232,d\data.ms (-} 



m/z-> 40 60 80 1 00 120 140 160 180 200 220 240 260 280 300 


Abundance #29: COCAINE 



836232 .d 


Tue Jul 17 20:11:43 2012 


Page 3 


Folk OIG PRR 065197 












Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM8\07_17JL2\836233.d 

Operator : RAC 

Date Acquired : rWuOOl^O : 14 

Sample Name : 

Submitted by : 

Vial Number : 33 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 
Minimum Quality: 80 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

4 - 54 

C:\Database\SLI.L 

COCAINE 

COCAINE 

COCAINE 

000050-36-2 99 
000050-36-2 99 
000050-36-2 99 



836233.d 


Tue Jul 17 20:27:08 2012 


Page 2 


Folk OIG PRR_065199 





Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Di\SYSTEM8\07_17_12\836234,d 
KAC 

17 Jul 2012 20X^9 


KAC 
34 

DRUGS,M 
RTE 



Time~> 2,00 3.00 4,00_ 5.00 6.00 _ 7.00 6,00 0,00 J0.00 11,00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

4.543 

2157788 

100.00 

100.00 


836234.d Tue Jul 17 20:42:32 2012 Page 1 



Folk_OIG_PRR_065200 





Area Percent / Library Search Report 


Information from Data File: 

File Name ? D:\SYSTEM8\07_17_12\836234.d 

Operator : KAC 

Date Acquired : 17 Jul 2012 2 0:29 

Sample Name 

Submitted by : KAC 

Vial Number : 34 

AcquisitionMeth: DRUGS. M 

Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TGX2.L 

PK# RT Library/ID CAS# Qual 


1 4,54 C:\Dafcabase\SLI.L 


COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 


Abundance Average of 4,500 to 4.688 min.: 836234.d\data,ms (-) 



836234.d 


Tue Jul 17 20:42:32 2012 


Page 2 


Folk_OIG PRR 065201 






Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM8\G7_17__12\836235.d 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 35 

AcquisitionMeth; DRUGS *M 
Integrator : RTE 




Time~>_ 2.00 3,00 4.00 5,00 6, 00 .7.00 8.00 9.00 10.00 11.00 12,00 

Ret. Time Area Area % Ratio % 

3.784 131068 5,04 5.31 

4.543 2470226 94.96 100.00 


836235,d Tue Jul 17 20:58:01 2012 Page 1 



Folk OIG PRR 065202 









1 3.78 C:\Database\NIST08.L 


Levamisole 

006649-23-6 

94 

Levamisole 

006649-23-6 

94 

Levamisole 

006649-23-6 

91 



L7 20:58:01 2012 


Page 2 


Folk OIG PRR 065203 






















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM8\07_17JL2\836236 .d 
KAC 

17 Jul 2012 21:00 

BLANK 
KAC 
2 

DRUGS . M 
RTS 


Abundance TIC: 83623©.dVdata.ms 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


836236.d Tue Jul 17 21:13:21 2012 Page 1 



Folk_OIG_PRR_065205 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM8\07_17JL2\836237 

KAC 

17 Jul 2012 21:15 

BLANK 
KAC 
2 

DRUGS.M 
RTE 


.d 


Abundance TIC: 836237.cMata.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS* * * 


836237,d Tue Jul 17 21:28:45 2012 Page 1 



Folk OIG PRR 065206 










Area Percent / Library Search Report 


Information from Data Filer 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Acquis!tionMeth 
Integrator 


D:\SYSTEM 8\07_17_12\836238.d 
KAC 

17 Jul 2012 21^31 


KAC 
38 

DRUGS.M 
RTE 



Ret, Time 

Area 

Area % 

Ratio % 

4.543 

1765575 

100.00 

100.00 


836238.d Tue Jul 17 21:44:09 2012 


Page 1 



Folk OIG PRR 065207 







Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM8\07_17_12\836238.d 

Operator : KAC 

Date Acquired : r^Ju^20^J 21:31 

Sample Name : 

Submitted by : KAC 
Vial Number : 38 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Search 

Libraries: C:\Database\SLX.L 

Minimum Quality: 80 



C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

4.54 

C:\Database\SLI.L 




COCAINE 

000050-36-2 99 



COCAINE 

000050-36-2 99 



COCAINE 

000050-36-2 99 


Abundance Average of 4,500 to 4.704 min,; 836238,i\da!a.ms M 



mlz-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


836238,d 


Tue Jul 17 21:44:09 2012 


Page 2 


Folk_OIG PRR 065208 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM8\07JL7__12\836239 .d 
KAC 

-21X46 


KAC 
39 

DRUGS *M 
RTE 



Ret. Time 

Area 

Area % 

Ratio % 

4,543 

2181674 

100,00 

100,00 


836239.d Tue Jul 17 21:59:37 2012 


Page 


1 



Folk OIG PRR 065209 














Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

D:\SYSTEM8\07 
KAC 


17 12\836239,d 




,21:46 


39 

DRUGS .M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C: \Database\PMW_T0X2 . L 


PK# RT Library/ID 


CAS# Qual 


l 4.54 C:\Database\SLI.L 


COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 





836239.d Tue Jul 17 21:59:38 2012 Page 2 

/ 

/ 


Folk OIG PRR 065210 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\SYSTEM8\07_17_12\B36240,d 
KAC 

17 Jul 2012 22: 01 

BLANK 
KAC 
2 

DRUGS . M 
RTE 


Abundance TIC: 836240,d\dala.ms 



Time~> 2.00 . 3.00 4,00_ 5.00 6.00 7 : 00__8.00 9.00 10.00 11^00 12,00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS* * * 


836240.d Tue Jul 17 22:15:01 2012 


Page 


1 



Folk OIG PRR 065211 






Area Percent / Library Search Report 


Information from Data File: 

File Name 

D:\SYSTEM8\07 17 12\836241.d 

Operator 

KAC 

Date Acquired 

17 Jul 2012 22:17 

Sample Name 

BLANK 

Submitted by 

KAC 

Vial Number 

2 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 836241 ,d\dala.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


836241.d Tue Jul 17 22:30:25 2012 Page 1 



Folk OIG PRR 065212 

















Area Percent / Library Search Report 


Information fron 
File Name 
Operator 

Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 

Data File: 

D:\SYSTEM8\07 17 12\836242.d 
KAC 

.^Ju^2(^2 22 : 32 

KAC 

42 

DRUGS.M 

RTE 



Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 

Minimum 

Minimum 

Quality: 80 
Quality: 80 

PK# RT 

Library/ID 

CAS# 

Qual 


1 3.78 C:\Database\NIST08.L 


Levamisole 

006649-23-6 

98 

Imidazo[2 r 1-b]thiazole, 

2,3,3,6-tet 014769-73-4 

97 

Levamisole 

006649-23-6 

97 


Abundance Average of 3,725 to 3.955 min,: 836242.dWata.ms {-) 



836242,d 


Tue Jul 17 22:45:50 2012 


Page 2 



Folk OIG PRR 065214 












Area Percent / Library Search Report 



2 4.54 C:\Database\SLI.L 


COCAINE 

000050- 3 6-2 

99 

COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 



836242.d 


Tue Jul 17 22:45:50 2012 


Page 3 


Folk OIG PRR 065215 













Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM8\07___17__12\836243.d 

Operator : KAC 

Date Acquired : 17 Jul 2012 22:48 

Sample Name ; BLANK 

Submitted by : KAC 

Vial Number : 2 

AcquisitionMeth: DRUGS„M 

Integrator : RTE 


Abundance TfC: 836243,d\data.ms 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS * * * 


836243.d 


Tue Jul 17 23:01:25 2012 


Page 1 


Folk OIG PRR 065216 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM8\07_17_12\836244.d 
KAC 

17 Jul 2012 23:04 

BLANK 
KAC 
2 

SCREEN,M 
RTE 



2000 


Qyr-m -) ti »i i i | ttt"i | i t i r yi < i i | r ~r "n [ i i \ i -p"" r i i | tt t' -i | i t i i jn i i | r~ m | i < i i j i > i < [ ) t i i | i~r 

Time«> 2.00 4.00 6.00 8.00 10.00 12,00 14.00 16.00 18,00 20.00 22.00 24.00 26.00 28.00 30.00 32.00 34,00 


Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


836244,d Tue Jul 17 23:39:42 2012 


Page 1 


Folk OIG PRR_065217 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM8\07 17_12\836245,d 
KAC 

17 Jul 2012 23:42 


45 

SCREEN.M 
RTE 


Abundance TIC: 836245.d\data,m$ 

60001 



2000 


0 | I f I f | I TTTJ rrTT] f 1 ! T'pTT-f'JTT-f I j ? ' T H-jTTn J ' f I T-j-rTTljr" I T I J f TT I j 1 l ?''T" j I * I I ]T'I < 1 ] TTTT pTT 

Time~> 2.00 4,00 6.00 8.00 10.00 12.00 14,00 16.00 18,00 20.00 22.00 24,00 26.00 28.00 30,00 3Z0D 34,00 


Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


836245.d 


Wed Jul 18 00:18:04 2012 


Page 1 


Folk OIG PRR_065218 






Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM8\07_17_12\836246.d 

Operator : KAC 

Date Acquired ; 18 Jul 2012 00:21 

Sample Name : BLANK 

Submitted by : KAC 

Vial Number : 2 

AcquisitionMeth : SCREEN.M 

Integrator : RTF 



Folk OIG PRR_065219 










